
Location: See attached sketch {generally confirmed by 
simiTar ske t che s of three other sources) 

2 « Bunkers and fuel tanka; 

a* Ter, aboveground fuel containers, groups of two being 
camouflaged, as a dwelling house with white walls, black" 
windows, and a roof of camouflage nettings C^haf limed by 
t^o other 1 A 1 
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hsfctmatfld dimensions' El^ht fuel containers, each 16 
h arxc feet in diameter* Two fuel containers, each, 
source) ^ U ^ set * n diameter (confirmed by another 


(2} x'ivc n ciwellin k houses’ 1 wore surrounded by a 7-X‘oot 
embankment. 

b, Eleven seiiii-undcr -vround concrete bunkers: 

Apcordint to one source, three concrete bunkers (each about 
££ * 20 x Tect; walls, foundations and tops about 3 feet 

tiller, were couplet oo. by July 1947* One bunker sheltered 
four fuel containers, each 11 x 13 x IT- feet (10 x 10 x -20 
feet, according to another source) 

r i r he dimensions of the concrete bunkers wore confirmed bv 
an ot he r 3 our c e * 

There was a gasoline meter at the entrance of the bunkers* 
it measured up to 132,500 '• allows. 

capacity end refilling;; of fuel contal ne rs : The capa- 
city was estimator at 3, SOD to 4,000 cubic meters. Hoy: ever 
( J oles stated 5,000 cubic meters* Railroad tank cars were * 
moved to the standpipes and emptied into t ns fun. containers 
throu h under "round pipings* All containers were filled 'with 
gasoline - (confir icc. by three other sources) „ All 
containers v/e V' Tilled r,o capacity in February 1949 0 


rlre-f 1 gh t I n ■; installation: The pond with cj 
_lnata1 latlor served flre-fl rhtin - oumr.se.i- | 


‘A £$. lnj an C pump 


barrack s bulldln." * A iiult iple«st orle C build in", wfc 1 cb was 
ur.occupico in iobrunry 19/, 9. [it was occur'- led bv tra rpMsh 
construction battalions 

Polish army soldiers were on guard duty at the aaln --ate. 

; ^' nc above 'round fuel containers were surrounded 
by trees. (According to another source there were 

full” grown trees which intensified the earaoufla e Effect, 
UhiB wag confirncc by still another source, 

klglLltruo t l- ort v-'or k : The fuel depot wct3 constructed durin • 
the period of observation. Soviet officers were in char-o 
of the construction work. Polish officers ware also observed, 
oerann PWs and Polish civilian workers v/e re employed in toe 
construction work. The latter (fron 1909 to 1923 classes) 
wore a a si mec to tholst Labor Enl L ; 


Comment : 

a. The kARSAk - p 0V< A «KI fuel depot was resorted for the first 

time. The rep orb 1 a | — ^ 

cons Lderoc credible, 1 

^ n ^ or> 7 ^tlon on t he holdln - capacity of, 3,500 to 4 000 
cubic meters ( [ H is consi- ' 

nereo correct proyi&<^ ‘ r . only 3, : cf the 11 scheduler hun- 
gers v/ere completed. .llddf ; : Vh !> I/-J 

SWSfcff- 


25X1 

25X1 

. 25X1 

25X1 

25X1 


Approved For Release 2003/08/11 : CIA-RDP82-00457R003700400007-4 







25X1 


* Approvi 


ease 2003/08/11 : CIA-RDP82-00457R0D3700400007-4 


1DENTIAL 


25X1 


c, Upon the 
city of 5,000 


completion of 11 fuel bunkers a tot&l 
to o,0«j 0 cubic dieters can be assumed 


caps - 


d • The nbove fuel depot 
protably belon ged to tx-r 


is a lar f >;e storage oepet v-Mch 
folia h Ajsny. • 


Aj 2SS£ x .» i Uel i-epot in WvL5Mv-P0WvZKI. 
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